WASHINGTON  CATHEDRAL 
Washington,  D.C. 
Windows  in  south  tower  of  south  transept 
Designed  and  made  in  the  Studio  of 
Joseph  G.  Reynolds  Associates 

Formerly 
Reynolds,  Francis  &  Rohnstock 
One  Washington  Street 
Boston,  Massachusetts 
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